To:  Raikar,  Amitkumar[raikar.amitkumar@epa.gov] 

Cc:  Aibizu,  Ramon[Aibizu. Ramon@epa.gov];  Guria,  Peter[Guria. Peter@epa.gov];  Wise, 

Robert[Wise. Robert@epa.gov];  Nattis,  Randy[Nattis. Randy@epa.gov];  Moxley, 

Bret[Moxley. Bret@epa.gov] 

From:  Lee,  Barbara 

Sent:  Sat  8/15/2015  1:12:45  AM 

Subject:  Re:  1201-9019  - Draft  TO  Info  - Gold  King  Mine  R9  ER 

Hi  Amit, 

Yes.  We  approve  of  the  OT  due  to  the  circumstances  of  the  urgency  for  this  response.  Thanks. 


Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 
Office  (4151972-3195 

Fax  (4151  947-3518 

On  Aug  14,  2015,  at  5:10  PM,  Raikar,  Amitkumar  <raikar.amitkumar@epa.gov>  wrote; 


Thank  you  Ramon. 


I will  get  started  right  away.  In  the  meantime,  would  you  update  Ae  TO  form  as  it  is  not 
consistent  with  the  original  one  used  for  TO  9019  MOD  22  (see  attached). 


Robert,  Randy,  Barbara,  or  anyone  else,  could  you  also  verify  if  you  approve  of  the  request 
for  OT  from  EQM?  That  way  1 can  include  that  in  the  modification  too. 


Thanks. 
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Best  regards 


Amit  Raikar 

Contracting  Officer 

U.S.  EPA  Region  9,  MTS-4-3 
75  Hawthorne  Street 
San  Francisco,  CA  94105 

Ph:  415-972-3713 
raikar.amitkumar@epa.Qov 


From:  Albizu,  Ramon 

Sent:  Friday,  August  14,  2015  4:30  PM 

To:  Raikar,  Amitkumar 

Cc:  Lee,  Barbara;  Guria,  Peter;  Wise,  Robert;  Nattis,  Randy;  Moxley,  Bret 
Subject:  1201-9019  - Draft  TO  Info  - Gold  King  Mine  R9  ER 


Hi  Amit, 


Attached  is  the  draft  TO  info  and  IGCE  for  the  above  CERCLA  ER  TO  Subtask.  Please  let 
me  know  if  you  have  any  questions. 


Thanks, 


Ramon  D.  Albizu,  START  4 PO  (Contract-Level  COR)  / RTFL 

Emergency  Response  Preparedness  and  Prevention  Branch 
Superfund  Division  | U.S.  Environmental  Protection  Agency,  Region  IX  (SFD-9-4) 
75  Hawthorne  Street  | San  Francisco,  CA  94105 
albizu.ramon@epa.gov  | (415)  972-3091 

Mobile  (415)515-9569 
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<Subtask  1 1 - Gold  King  Mine  R9  ER.docx> 


2410004 


ED  000552C  00001866-00003 


